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Message Text 


UNCLASSIFIED 

PAGE 01 ACCRA 06013 161042Z 

10 

ACTION AF-08 

INFO OCT-01 EB-07 ISO-OO /016 W 

007037 

R 160813Z AUG 76 
FM AMEMBASSY ACCRA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3931 

UNCLAS ACCRA 6013 

E.O. 11652: N/A 
TAGS: BEXPGH 

SUBJECT: FOREIGN GOVERNMENT TENDER 

1. 749/0 1/T0004 

2. 081376 
E. A. GLAD 

4. 749 GHANA 

5. N. 

6A. WRITE TO- 
6B. PURCHASE OFFICER 
6C. GHANA SUPPLY COMMISSION 
P.O. BOX M-35 
ACCRA, GHANA 

CABLE: GHANASUPPLY TELEX: 2080 SUPCOM TEL: 28181 

7. TENDER NO: WWD-3334/1 

8. 112576 

9. 201 

10. 3321535/1500. 10,530 FT. DUCTILE IRON PRESSURE PIPES 

16 INCH. INSIDE DIA., COMPLETE WITH VALVES, FITTINGS AND 
ACCESSORIES FOR WATER SUPPLY PROJECT. 

1 . SPECIFICATIONS, DRAWINGS AND TENDER DOCUMENTS AVAILABLE 
FROM ABOVE ADDRESS FOR CEDIS 300 (DOLS. 174), PLUS CEDIS 
22 (ABOUT DOLS 20) FOR AIR MAIL POSTAGE, AND MUST BE 
OBTAINED PRIOR TO SUBMITTING BIDS. ONLY AVAILABLE 
COPY OF SPECIFICATION BEING POUCHED. PROCUREMENT IS PART 
OF ESTIMATED CEDIS 5 MILLION (DOLS. 4.3 MILLION) PROJECT 
BEING FINANCED WITH CURRENT APPROPRIATIONS. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ACCRA06013 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760313-1128 
From: ACCRA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760852/aaaabsqm.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 APR 2004 by ReddocGW>; APPROVED <18 JAN 2005 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BEXP, GH 
To: COM 
Type: TE 
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